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Microphone Pre-Amplifier MW-1 
Description 



The MW-1 is a 2-channel low noise microphone pre-amplifier with very low power 
consumption. Knowles miniature electret microphones of the series EM are especially useful 
along with this pre-amplifier. High sensitivity, high linearity and a wide frequency range are 
remarkable features. 


Technical Data 




Frequency Range: 


20 Hz to 20 kHz 


Power Supply: 


7 to 15 VDC 


Power Consumption: 


approx. 5 mA 


Dimensions: 


55 x 15 x 74 mm 


Scope of Delivery: 


MW-1, 2 electret microphones with 2.5 m cable, transport case 



CONFIDENTIAL 



2 




elaman 



£UPIVTV SOI 



Frequency Range: 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




